



City of Los Angeles 
COVID-19 Shelters: Tier 1 























































































































































Shelter 80% Heated 
Facility Name ADA Rating Address Capacity Capacity 
109th Recreation Center ADA Rating: B_ |1464 E. 109th St., Los Angeles 90059 93 75 South Y 
Cheviot Hills Recreation Center ADA Rating: A |2551 Motor Ave., Los Angeles 90064 175 40 Y 
Echo Park Community Center ADA Rating: A [|303 Patton St., Los Angeles 90026 113 91 
Granada Hills Recreation Center ADA Rating: A |16730 Chatsworth St., Granada Hills, 91344 111 89 Y 
Hollywood Recreation Center ADA Rating: 122 Cole Ave., Los Angeles 90038 58 46 
North Hollywood Recreation Center ADA Rating: 1430 Chandler Blvd., Los Angeles 91601 150 20 Valley Y 
Northridge Recreation Center ADA Rating: 18300 Lemarsh St., Los Angeles 91324 127 
Pan Pacific Recreation Center ADA Rating: 7600 Beverly Blvd., Los Angeles 90036 299 240 West 
Westchester Recreation Center ADA Rating: 7000 W. Manchester Ave., Los Angeles 90045 130 04 West 
Westwood Recreation Center ADA Rating: 350 S. Sepulveda Blvd., Los Angeles 90025 290 232 West 
Woodland Hills Recreation Center ADA Rating: A |5858 Shoup Ave., Los Angeles 91367 158 27 
Yosemite Recreation Center ADA Rating: A |1840 Yosemite Dr., Los Angeles 90041 143 Y 



























































Pecan Recreation Center 
Poinsetta Recreation Center 


DA Rating: 
DA Rating: 





A [|145 S. Pecan St., Los Angeles 90033 
A [|7341 Willoughby Ave., Los Angeles 90046 


170 
130 


2 West 
3 Central 








Queen Anne Recreation Center 
Ross Snyder Recreation Center 


DA Rating: 
DA Rating: 


1240 West Blvd., Los Angeles 90019 


170 
139 


0 West 
3 West 





Saint Andrews Recreation Center 
Sepulveda Recreation Center 


DA Rating: 
DA Rating: 


A 

A [|1501 E. 41 St., Los Angeles 90011 

B |8701 St. Andrews PI., Los Angeles 90047 
A [|8825 Kester Ave., Los Angeles 91402 


140 
131 


1 South 
1 South 


2 





Shatto Recreation Center 


DA Rating: 


B |3191 W. 4th St., Los Angeles 90020 


120 


0 Valley 
9 West 











Updated 3/19/20 BB Total @ 13 Tier 1 Sites 1982 1589 
COVID-19 Shelters: Tier 2 
Shelter 80% Police Heated 

Facility Name ADA Rating Address Capacity Capacity Bureau CD SPA | ARC Bin | Shower 
Alpine Recreation Center ADA Rating: A [|817 Yale St., Los Angeles 90012 252 202 West 1 N 
Balboa Recreation Center ADA Rating: A 7015 Burbank Blvd., Los Angeles 91316 169 36 Valley 6 
Baldwin Hills Recreation Center ADA Rating: A |5401 Highlight PI., Los Angeles 90016 165 o] 
Barry White (South Park ) Recreation Center |ADA Rating: A [|345 E. 51st St., Los Angeles 90011 118 95 Central 9 
Bellevue Recreation Center ADA Rating: A |826 Lucile Ave., Los Angeles 90026 178 | 
Brandford Recreation Center ADA Rating: A 3306 Brandford St., Los Angeles 91331 146 17 Valley 
Delano Recreation Center ADA Rating: A |15100 Erwin St., Los Angeles 91411 162 | ton e o] 
Denker Recreation Center ADA Rating: A |1550 W. 35th PI., Los Angeles 90018 137 10 South 8 
Downey Recreation Center ADA Rating: A 772 N. Spring St., Los Angeles 90031 148 NES 
East Wilmington Greenbelt ADA Rating: A |522 Sanford St., Los Angeles 90744 158 27 South| 15 
Echo Park Recreation Center ADA Rating: A 632 Bellevue Ave., Los Angeles 90026 88 A 
Fred Roberts Recreation Center ADA Rating: A |4700 Honduras St., Los Angeles 90011 156 25 Central 
Green Meadows Recreation Center ADA Rating: A |431 E. 89th St., Los Angeles 90003 150 | nda E 
Jim Gilliam Recreation Center ADA Rating: 4000S. La Brea Ave., Los Angeles 90008 153 23 South| 10 
Imperial Courts Recreation Center ADA Rating: 2250 E. 114th St., Los Angeles, 90059 121 NDA 
Lafayette Recreation Center ADA Rating: A |625S. Lafayette Park PI., Los Angeles 90057 474 380 West| 10 
Lakeview Terrace Recreation Center ADA Rating: A |11075 Foothill Blvd., Los Angeles 91342 112 NES 
Mason Park Recreation Center ADA Rating: A |10500 Mason Ave., Los Angeles 91311 122 98 Valley] 12 
Oakwood Recretion Center ADA Rating: A |767 California Ave., Los Angeles 90291 130 o a 
Palisades Recreation Center ADA Rating: A |851 Alma Real Dr., Los Angeles 90272 158 7 11 

A a CA 

A 4 5 

A =e 

A 2 

A ET a CA E 

A 5 6 

A e ea E 

A 

A 





13 
Slauson Multipurpose Center DA Rating: A |5306 S. Compton Ave., Los Angeles 90011 162 30 Central 6 
Sun Valley Park & Recreation Center DA Rating: A |8133 Vineland Ave., Los Angeles 91352 106 85 Valley 2 
Updated 3/19/20 BB Total O 29 Tier 2 Sites 4565 3660 

















